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ABANDONMENT 

(1) JusTiricaTIon 

Abandonment granted since a stations no longer needed to con- 
tinue service. Southern Natural Gas Co 

(2) NEcEssITY FoR AUTHORIZATION 

Where there is filed application for certificate coverin g acquisition and 
operation of facilities, and same service being rendered would continue 
under new certificate, no abandonment is involved and no application need 
be filed under Section 7(b) of the Natural Gas Act. The Tarpon Oil Corp_- 


ACCOUNTS AND ACCOUNTING 

(1) Account 507 

On limited accounting issue here presented, Commission determines that 
Northern’s practice of including in Account 507, amount equal to reductions 
in tax expense related to subsidiary’s losses is not permissible under lan- 
guage of Account 507 instruction; Concludes such instructions limit the ac- 
cruals of tax expense therein to taxes actually payable. Northern Natural 

Commission finds Northern’s accounting and reporting in Account 507 
of financial data relating to taxes for years 1957 and 1958 is in violation of 
account instructions in Uniform System of Accounts for Natural Gas Com- 
panies. . Nannies ater Gee OR iio a picics iia tendnnenencuniniie 

Commission determines accounting requirements for Federal income tax 
accruals recorded in Account 507 and om Northern to make appropriate 
“a in its books. Northern Natural Gas Co 

(2) Cost 

(a) Acquisition of Property 

As a condition to the issuance of a temporary certificate to build facilities, 
applicant must establish that the building of such facilities is justified as an 
economical alternative to the construction and operation of facilities already 
authorized. If such justification cannot be shown, the applicant shall 
remove from its plant account and rate base any amount attributable to 
such substitute facilities. Tennessee Gas Transmission Co 

(3) SpecraL Account 

Edison required to establish special reserve account for amounts collected 
in excess of 1945 contract rate and submit proposed plan for disposition 
thereof. City of Colton, California 


ANTI-TRUST 


Considering public policies of the United States as expressed in anti- 
trust laws, the proposed sales would not run counter to expression of 
fundamental national policy contained in such statutes. Coastal Trans- 
mission Corporation 


CERTIFICATES 

(1) ALLOCATION AND SuPPLY 

Applicants have not demonstrated that the allocation of gas made 
available by the granting of a temporary certificate is in the public interest. 
American Levand Pigd Edéa' Co... so ee 

Commission determined proper allocation of gas supply by pipeline 
selling to various distributors. American Louisiana Pipe Line Co 

(2) AMENDMENT- 

Certificate amended so as to authorize pipeline to deliver designated 
_— of ons to one distributor rather than another. Midwestern Gas 

ransmission Co 

Petition to amend certificate granted because of improper calculation 
of delivery requirements to various distributors. Tennessee Gas Trans- 
eidasindy Giic= Oe 1) SRA Ce Oe Uw Seer art Shek Dore e 

(3) Competine INTEREST 

Possible harmful effects of competition and loss of business to fuel oil 
interests is not of such magnitude as to require denial of certificates. 
Coastal Tranemieston Corporation =.= S508 oo oe eee 

As competitors with the applicant, there is such an interest so as to grant 
intervention in a certificate proceeding. El Paso Natural Gas Co 
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CERTIFICATES—Continued 
(4) ConpITIONS 
In absence of local and state franchising authority, certificates issued 
Coastal and Houston Texas conditioned to limit sale of gas by Houston 
Texas to City Gas Company of Florida for resale in southwest Miami. 
Genital Tranemesaton Core...._.. 2... 2 2 oe 3-5- = -COlraorU Su! 
Referring to General Policy Statement No. 61-1 and Opinion No. 339, 
Commission conditions certificates issued Amerada Petroleum Corporation 
and Phillips Petroleum Company to provide initial prices collected not 
exceed 23.25 cents. Coastal Transmission Corp__--...-.-------------- 
“Refund floor’ for price conditions in producer certificates. found 
improper in the absence of evidence that proposed initial prices are re- 
quired by public convenience and necessity.. Coastal Transmission Corp-- 
Coastal and Houston Texas certificates conditioned on removal from 
books of account, of debt discount and expense incurred by Houston 
Corporation and submission of satisfactory plan of financing. Coastal 
Zvenensdasot Core. =» CAUODIO) ise oS Ook os Bde oe ea 
Houston Texas certificate conditioned on submission of appropriate 
financing plan wherein its equity ratio shall be maintained at at least 15 
percent: Coudtal 'Tyaepnitdetend Core 2325 20 2 oe bu Ue eee 
The condition imposed by the mmission in the certificate is valid 
since it is consistent with contractual change made by applicant with 
buyer. Such a condition is distinguished from condition which the court 
disallowed 4n' ‘Teiged' v: FPG: “Beat Ot Cos. 23 Ee es 
Commission modified temporary authorization so as to change con- 
ditions imposed, especially a condition relating to elimination of the upward 
BTU adjustment clause in the subject contract. Socony Mobil Oil 
Conveaies ies obs oA OE ee es Bite lo 
As a condition to the issuance of a temporary certificate to build facilities, 
applicant must establish that the building of such facilities is justified as 
an economical alternative to the construction and operation of facilities 
already authorized. If such justification cannot be shown, the applicant 
shall remove from its plant accounts and rate base any amount attributable 
to such substitute facilities. Tennessee Gas Transmission Co___.-.------ 
Commission has the power to put a condition in a temporary certificate 
regarding refunds. Hassie Hunt Trust 
(5) CONVENIENCE AND NECESSITY 
Commission denies application of New York State Natural Gas Corpora- 
tion for certificate of public convenience and necessity under Section 7 of 
the Natural Gas Act. St. Lawrence Gas Company, Inc__.-------------- 
Possible harmful effects of competition and loss of business to fuel oil 
interests is not of such magnitude as to require denial of certificates. 
Constal Tranenianion CornerGon oo. 5 iat 6anccaecerenenssheneseemahn 
Considering public policies of the United States as expressed in fair 
trade practices, antitrust laws and Natural Gas Act, Commission finds 
nothing here indicative that proposed sales would run counter to expression 
of fundamental national policy contained in such statutes. Coastal 
TO ND ei ins oc Se a ot Caeedannatedadeanatebeaeah ae 
Upon reconsidering its former determination in the light of Supreme 
Court’s Catco decision Commission is convinced that consolidated record 
heretofore made is inadequate to support finding under Section 7(e) of the 
Act that the sale is required by the public convenience and necessity; 
accordingly certificate is set aside. Socony Mobil Oil Company, Inc 
(6) Factors 
(a) Economic Feasibility 
While economic feasibility of St. Lawrence project has been shown, 
New York Natural’s showing as to economic feasibility, even on an in- 
cremental basis, was not complete, and in no way supports feasibility of 
its proposal on a system basis. St. Lawrence Gas Company, Inc_-_------- 
venues to be received from Houston Texas’ proposed direct preferred 
interruptible sale customers will adequately compensate for cost of service 
allocable to such sales; there is no evidence indicating sales will adversely 
affect company’s ability to adequately and reasonably serve existing resale 
customers, and consequently alleged violations of Section 4(b) of the Act 
are not in issue here. Coastal Transmission Corp 
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CERTIFICATES—Continued 
(6) Facrors—Continued 
(a) Economic F easibility—Continued Page 
1.45 Debt service coverage ratio based on twenty-five year bond amorti- 
zation schedule approved for Crescent City project considering facts and 
circumstances of the project. Coastal Transmission Corp_.......------- 328 
Economic feasibility is an issue in every certificate proceeding and is 
especially important in this proceeding which involves huge potential out- 
lays for construction and large volumes of sales of gas. Proposed rates are 
intimately connected with economic feasibility and are necessarily involved 
in arriving at a determination as to economic feasibility. Commission 
must avoid drawing such a rigid limitation on inquiry into rates as will 
preclude necessary exploration of economic feasibility. El Paso Natural 






































) 
Proposed boiler fuel sales approved since (1) Company will not expand 
facilities and purchase additional volumes of gas to make proposed sales; 
(2) proposal is the reallocation of volumes of gas presently being sold for 
boiler fuel at lower prices to customers willing to pay higher rates for same 
and end use; and (3) benefits will accrue to jurisdictional customers b 
allowing company to operate system efficiently at high load factors as well 
as collect additional revenues enhancing financial integrity. Coastal 
Transmaanion Goteie. caw scenceuioeul .u uuliieesncsle. sae eeck duu 326 
(c) Gas Supply 
Although there are some considerations in favor of New York Natural 
on gas supply, St. Lawrence’s project, using Canadian gas, is to be pre- 
ferred since it appears to have sufficient gas supplies, both in form of 
reserves and in capacity to bring them to market, while New York Nat- 
ural’s project leaves at least some doubt as to sufficiency of its gas supplies. 
St. Lawrenes:Gas Company) ines . 3604505526 colleen eaten. aces 272 
Commission concludes that Natural has adequately supported the ex- 
pansion proposed in Docket No. CP61-30 but that its gas supply is not 
adequate to support in addition the expansion in Docket No. CP61-185. 
Natural Gas Fipetsne Coe. of Almetiee so... os veces vente scsi 150 
(d) Initial Rates and Tariff Provisions 
Distinguishing American Louisiana case Commission finds developmen- 
tal rate, as here proposed, contrary to public interest and preferential to 
New York Natural and Niagara Mohawk. St. Lawrence Gas Co., Inc_--.--- 272 
Referring to General Policy Statement No. 61-1 and Opinion 339, 
Commission conditions certificates issued to provide initial prices collected 
not to exceed 23.25 cents per Mef. Coastal Transmission Corp__....----. 331 
(e) Market 
Distinguishing American Louisiana, Op. 316 and Midwestern, Op. 331, 
Commission finds submission of market evidence is not absolute require- 
ment for issuance of certificate in every case. Tennessee Gas Trans- 
9166080 CO. ii. de SUN Se LUE, Sal ELS SU ab 865 
(7) GENERAL 
Commission issues certificates of public convenience and necessity 
to applicants under Section 7 of the Natural Gas Act. Coastal Trans- 
9068680W: COtB its waa liccdtccedetassh sudiey cease AEA 333; 388 
Commission issues certificates of public convenience and necessity 
to applicants under Section 7 of the Natural Gas Act; reversing Initial 
Decision of the Presiding Examiner. The Tarpon Oil Corp_....-----.---- 640 
Commission issties certificates of public convenience and necessity to 
applicants under Section 7 of the Natural Gas Act. Ben Bolt Gathering Co- ro 

























The proceeding is not applicable to the deep reserves dedicated to the 
contract. Separate rate schedule and certificate filings will be required 
for the despitieervee: WW. B Qebornuzivc. soc cetass Sou as tusulauls.w 51 
Commission is of the opinion that applicant has not demonstrated that 
proposed facilities are necessary to maintain adequate service to existing 
customers or are in the public interest. Accordingly, the application for 


temporary authorization is denied. Tennessee Gas Transmission Co_-_----- 188 
Commission has power to re-examine the issuance of an unconditional 
certificate upon remand by the courts. Socony Mobil Oil Company, Inc_.-. 533 


Upon the remand of a proceeding by the courts, Commission may reopen 
proceeding and require applicant to show that proposed initial price is in 
the public interest. Socony Mobil Oil Company, Inc__--.-------------- 533 
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CERTIFICATES—Continued 
(7) GeneERaL—Continued 


Commission has power to vacate or rescind a certificate previously 
issued if certificate has never become effective. Present case distinguished 
from the Seatrain case. Turnbull & Zoch Drilling Co 

In view of the court setting aside the Commission’s order denying 
the Public Service Commission of New York’s right to intervene in a 
proceeding, a permanent certificate is set aside and a temporary certificate 
is issued pending further hearings. Hassie Hunt Trust 

Applicant has failed to sustain burden of proof to show that applications 
sought in this consolidated hearing are or will be consistent with, or’in, the 
public interest as required by provisions of the NGA. Applicant has 
failed to show a market for the gas and has failed to show that proposed 
price to be paid is in the public interest. J. M. Huber Corp 

Certificates may be vacated if the courts reverse the Commission’s 
ruling denying an interested party the right of intervention. Hassie 
Hunt Trust 

(8) REFUNDS 

Reduced contract prices collected by Amerada and Phillips, and contract 
prices collected by other producers, will be subject to refunds determined 
we further proceedings fixing proper initial prices. Coastal Transmission 

‘orp 

Refund floor for price conditions in producer certificates found improper 
in the absence of evidence that proposed initial prices are required by 
public convenience and necessity. Coastal Transmission Corp 

(9) Section 7(a) 

Commission rejects view that Section 7(a) of the Natural Gas Act can be 
employed to require a natural gas company to accept delivery of producer’s 
gas and transport it to market. The Tarpon Oil Cor 

Commission denies application of City of Muscle Shoals, Alabama 
for an order under Section 7(a) of the Natural Gas Act requiring Alabama- 
Tennessee to interconnect its facilities with City’s proposed facilities and 
sell City its natural gas requirements since City’s proposal was found 
economically and financially unfeasible. City of Muscle Shoals, Alabama - 

Pursuant to Section 7(a) of the NGA, the pipe line is directed to deliver 
gas to applicant. Blackstone Valley Gas and Electric Co 

(10) Temporary CERTIFICATES 

Temporary authority is issued to Placid Oil Company, Operator, et al., 
to sell natural gas for resale in interstate commerce to Natural Gas Pipeline 
Company of America. Placid Oil Co 

Commission is of the opinion that applicant has not demonstrated that 
proposed facilities are necessary to maintain adequate service to existing 
customers or are in the public interest. Accordingly, application for 
temporary authorization is denied. Tennessee Gas Transmission Co 

In view of the remand from the courts and the necessity to set aside the 
certificate, commission temporarily authorizes continuation of subject 
sale so that seller will not be in violation of Section 7(c) of the Act. Socony 
Mobil Oil Company, Inc 

Applicants have demonstrated that the facilities proposed in their appli- 
cations for temporary certificates of public convenience and necessity are 
necessary to maintain adequate services to existing customers or are in the 
public interest. American Louisiana Pipe Line Co 

Commission modifies temporary authorization so as to change conditions 
imposed, especially a condition relating to elimination of the upward BTU 
nen clause in the subject contract. Socony Mobil Oil Company, 


Temporary authorization denied on grounds that applicant did not show 
how there would be an interruption of service if such certificate was not 
granted. Applicant has not shown the existence of an emergency situation 
as required by Section 7(c) of the NGA. Tenneco Corp 

Commission states policy with respect to the issuance of temporary cer- 
tificates of public convenience and necessity to pipeline companies. State- 
ment of General Policy No. 62-1 


CONDEMNATION 


Seattle’s power to acquire by condemnation properties and —_ 
necessary for Boundary Project held clear under City of Tacoma v. Taz- 
payers. City of Seattle, Washington 
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CONTRACT 


Conformity without protest to asserted authority of rate regulatory 
body of a state does not result in a contractual adoption of its unauthorized 
orders. City of Colton, California 
COST OF SERVICE 

(1) GENERAL 

While not insisting on exact utility-type rate base cost of service formula 
in producer rate cases arising prior to Statement of General Policy No. 61-1, 
Commission does insist on sufficient cost evidence to allow testing of pro- 
posed rates against some formula; Applicants have presented no alternative 
formula, nor is their evidence sufficient to be used with any conceivable 
formula. H. F. Sears 

(2) TAxEs 

Account 507 limits the accruals of tax expenses to taxes actually payable. 
Northers Nefaral Gee Ces. cio ek os So bese Ws eh Bh eas 

Question of amounts to be allowed as tax expense in the rates for 1957 
and 1958 is an issue in pending rate cases and beyond scope of present 
proceeding. Northern Natural Gas Co__.__------- eg eke ant cape aha ei 

Commission determines accounting requirements for Federal income tax 
accruals recorded in Account 507 and orders the appropriate entries in the 
books. Northern Natural Gas Co 

(3) Test Pertop 

Once a company has selected a test period either for use in settlement 
conferences or for presentation in a formal proceeding, the subsequent 
adoption of this same test period by the staff and the preparation of Staff’s 
case in reliance thereon are matters affecting the public interest. In such 
circumstances, any unilateral departure from the selected test period must 


be supported by reasons of compelling nature. Tezas Gas Transmission 
CV eee ete oo baa erm caine oe ee a Re el ae anal enorme 


DEPRECIATION AND DEPLETION 


Allocations of book depreciation reserves to project properties, as pro- 
posed by the staff and agreed to by Licensee, are reasonable and appropriate 
for purposes of the Federal Power Act, and, therefore, should be approved 
and directed. Carolina Power & Light Co 


DISCRIMINATION 

(1) Rates 

A conclusion different from that reached here concerning jurisdiction 
would handicap Commission in its regulation of gas rates and make it 
— for pipelines to discriminate among producers. Lo-Vaca Gathering 
Proceeding is remanded to the Examiner for further hearing in view of 
the fact that there may be discrimination against certain customers served 
in the same rate zone. Texas Eastern Transmission Corp 


EXPORTATION AND IMPORTATION 


Commission authorizes importation of natural gas from Canada by St. 
Lawrence Gas Co. under Section 3 of the Natural Gas Act and issuance of 
Permit under Executive Order 10485 covering facilities necessary for such 
importation, subject to favorable recommendations of Secretaries of State 
and Defame... Gs. Eawewed Gah Cai... 2 casssicartin cm atetheadtimmmantanimmes 

Tennessee’s proposed purchase of Canadian gas on interruptible basis 
found in public interest since (1) 37 cent price is “in line’ with cost of 
making Southwest gas-available in its Northern and New York rate zones; 
(2) Existing facilities will be used, part of which are now standing idle and 
constitute part of rate base; (3) Supplementary source of gas will be avail- 
able without additional construction resulting in increased cost of service; 
(4) Certificate is conditioned to permit receipt of gas only so long as price 
does not exceed 37 cents per Mcf and volumes are limited as specified; and 
(5) Will aid TGT in its policy of going into each winter season with under- 
— storage as full as possible, thus enabling it to meet any emergency. 

ennesess Gee Transmission Cbc on. 500 nccnccetvbadsnpbcksesssheonc- 

Request for an order declaring that the Section 3 authorization hereto- 
fore granted to its predecessor was validly transferred to Applicant is 
denied. Texas Gas Eitities Co 
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EXPORTATION AND IMPORTATION—Continued 


The continued exportation of natural gas by Applicant from the United 
States to Mexico in accordance with existing contracts will not be incon- 
sistent with the public interest within the meaning of Section 3 of the 
NGA provided that such exportation be continued on certain terms and 
COMIIORE: . TOPE SIRE CN So io nso cen dewnnpixene inanceecwencs 

Request for an order declaring that predecessor’s Presidential authoriza- 
tions were validly transferred to Applicant is denied. Texas Gas Utilities 


JUDICIAL REVIEW 


Judicial review of certificate order has brought the matter back before 
Commission “for reconsideration and redetermination in light of Atlantic 
Refining Co., et al., v. Public Service Commission of New York, et al., 360 
U.S. 378’’—the Catco decision. Socony Mobil Oil Company, Inc._------- 

Commission has power to re-examine the issuance of an unconditional 
certificate upon remand by the courts. Socony Mobil Oil Company, Inc-_- 


JURISDICTION 


(1) ELectric ENerGy, TRANSMISSION AND SALE IN INTERSTATE COMMERCE 

Citing Attleboro case, inter alia, Commission finds that Edison’s sale to 
Colton of out-of-state energy as here shown, is sale at wholesale in inter- 
state commerce, may not be regulated by California, and is subject to 
Commission jurisdiction under Section 201 of the Federal Power Act. 
IG at SN iN a tinss Soc ac’ is dtae sda On> EME a ada 

Distinguishing Connecticut Light and Power case Commission rejects 
Edison contention that sales are non-jurisdictional because facilities for 
service to Colton are local distribution facilities. City of Colton, California 

Commission has been given jurisdiction over Edison’s rates to City of Colton, 
and has no discretion to reject that jurisdiction. City of Colton, eens 

Commission determines sale of electric energy by Edison to City of 
Colton subject to its jurisdiction under Section 201 of the Federal Power 
Act. Celpof Collen; Ceigeraiitirc: au < es bos eceeee ge he ek So euse 

Commission finds that the de minimis doctrine is not applicable either 
to Edison’s status as a public utility or to its jurisdiction over the sale to 
Colton. City of Colton, California 

(2) EXEMPTION 

(a) Extraction Plant 

Construction and operation of extraction plant not within jurisdiction 

of the FPC. Northern Natural Gas Co 
(b) Local Distribution 

Section 2 of the NGA expressly excludes municipalities from the ambit 

of Commission jurisdiction. Panhandle Eastern Pipe Line Co 
(c) Production and Gathering 

Where to draw line between companies engaged in pipeline function, and 
other companies, depends on factual determination of whether a company’s 
primary function consists of interstate transportation of gas or some other 
activity. Ben Bolt Gathering Co 

Ben Bolt contention that it functions as a “gatherer’’ is rejected since it 
is primarily engaged in purchase of “gathered”’ gas, delivered into a “single 
line” for transportation from area of production to point of sale to major 
interstate pipeline. Ben Bolt Gathering Co__-...--.------------------- 
6 Commission finds Ben Bolt is an interstate pipeline. Ben Bolt Gathering 

0 


(d) Resale 
Edison’s sale to Colton for well pumping purposes found ope from 
resale deliveries and exempt from jurisdiction. City of Colton, California. - 
(3) Naturat Gas, TRANSMISSION AND SALE FoR RESALE IN INTER- 
STATE COMMERCE 
Contractual arrangements and intentions of parties would not achieve 
segregation of Lo-Vaca and Houston gas sold to El Paso from other gas 
received by El Paso in view of commingling, actual destination of gas and 
operation of El Paso’s system, and is therefore subject to Commission juris- 
a I a are om Oe ES ee 
Physically the specific gas sold by Lo-Vaca and Houston would actually, 
in part, be resold to customers outside Texas and it would be physically 
impossible to restrict consumption of such gas to El Paso’s facilities either 
inside or outside the state. Lo-Vaca Gathering Co 
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JURISDICTION—Continued 


(3) Natura Gas, TRANSMISSION, AND SALE FoR RESALE IN INTER- 
STATE CommMERcE—Continued 


Commission finds that principles expressed in Phillips, Saturn and Deep 
South are not changed by contractual provisions with respect to disposition 
of gas involved here. p Bee CMG ees 

hile El Paso provides good example of integrated system, Commission 
would reach no different result if sales were to single line system where 
physically the gas was mixed with other system gas, physically transported 
er and sold in interstate commerce for aml Lo- Vaca Gathering 
in sirens psn os gh presen aan hc acac eg Nate wherpadiinds Aiea tal neler e e e 

Touchstone to the question of whether a sale of is for resale in inter- 
state commerce is what is done with the gas, not what the parties may say 
about the transaction verbally or in writing. Lo-Vaca Gathering Co__-- 

Discussing North Dakota, Commission believes that to the extent it 
may be inconsistent with action here, it was erroneously decided. Lo-Vaca 
COE ii cic cicatricial a ate ie en 

Commission finds that facilities proposed to be constructed by Lo-Vaca 
and Houston would be jurisdictional and subject to requirements of 
Section 7 of the Natural Gas Act. Lo-Vaca Gathering Co 

Commission finds Ben Bolt is an interstate pipeline. 


Ben Bolt Gathering 
Construction and operation of extraction plant not within the jurisdiction 
of the FPC. Northern Natural Gas Co 
Commission concludes that where specific gas sold in Texas would in 
et be physically transported to another state and resold, the sale in 
‘exas would be a sale for resale in interstate commerce and subject to its 
jurisdiction regardless of contractual arrangements and declaration of 
intention by parties that gas is to be used in Texas or consumed by pipeline. 
Commission adheres to this view, but even if it did not so hold, it would still 
find that sales here were jurisdictional on separate ground stated in 
opinion relating to the nature of El Paso’s own system. That is, a sale of 
natural gas to an integrated, interstate pipeline system which uses the gas 
for system purposes and physically transports and resells at least part of 
the gas to customers in other states is a sale in interstate commerce for 
resale. Lo-Vaca Gathering Co 
(4) State v. FepERAL 
Boulder Canyon Project Act of 1928 does not prevent application of 
Federal Power Act of 1935 to Edison’s resale of Hoover Dam energy to 
Colton, nor does it vest jurisdiction over such sale in Secretary of the 
Interior or State Commission. City of Colton, California__.......------ 
Edison’s sale to Colton of out-of-state energy may not be regulated by 
California, and is subject to Commission jurisdiction under Section 201 
of the Federal Power Act. City of Colton, California__..........------- 
State Commission exercise of jurisdiction over interstate sale does not 
prevent attachment of jurisdiction by this Commission. City of Colton, 
COTO oe cnciwes dniminn amciienianealth chakimadiaiien Gi aiir bicineiiai atih oad 
It would not be in accordance with the Federal Power Act if a juris- 
dictional proceeding concerning the Commission could be settled before 
a state Commission or if a complainant, representing consumers, could be 
prevented from invoking Commission power by the position it might have 
taken previously either mistakenly or because confronted with a rate 
increase proceeding before the state Commission which had assumed 
jurisdiction. City of Colton, California 
LICENSE 
(1) AMENDMENT 
The request of Company for oral argument or hearing is inconsistent 
with its theory that licenses could be amended only with consent of the 
Company, in that neither an oral argument nor a hearing is an appropriate 
place to “negotiate” for an amendment of a license. Alabama Power Co-- 
(2) ANNUAL CHARGE 
Proposed regulations enabling non-Federal power developers to enter 
into contracts in which each would agree to annual payments for head- 
water benefits subject to Commission approval in lieu of a formal deter- 
mination under Section 10(f) of the FPC. Settlement Agreement Relating 
to Annual Payments to Licenses and Permittees For Headwater Benefits, 
docket No. R-202_-_---- Adnan cena ascanaenunstakdeadtnene nena 
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LICENSE—Continued 


(3) CoMPREHENSIVE PLAN OF DEVELOPMENT 

Seattle’s proposed Boundary Project is best adapted to comprehensive 
plan for improving and developing reach of Pend Oreille River between Box 
Canyon Project (Project 2042) and United States Canadian Border. 
City of Seattle, Washington 

(4) ConpITIONS 

Attachment of condition to Seattle’s license requiring reservation of 
48,000 kilowatts from Boundary Development for PUD rejected since PUD 
has not demonstrated present or future need for such power in excess of 
what can be produced at Box Canyon and other plants, while Seattle has 
shown need for all power produced at Boundary in addition to Box Canyon 
power it buys from PUD. City of Seattle, Washington 

(5) Economic FEAsiIsILity 

PUD’s proposed Z canyon development found financially unfeasible. 
City of Seattle, Washington 

(6) GENERAL 

Possibility of damage to mines and mining interest in area found rela- 
tively so slight as not to require refusal of license. City of Seattle, Wash- 
ington 

(7) PRELIMINARY PERMIT 

It is clear that no construction is authorized under a preliminary permit. 
Nevertheless such a permit does give permittee the right of priority of 
application for license while permittee undertakes necessary studies and 
examinations required by Section 9 of the Act, in order to determine 
economic feasibility of proposed project, the means of securing nec- 
essary financial arrangements for construction, the market for project 
power, and all information necessary for inclusion in application for 
license should one be applied for under the permit. Chatanika Power Co., 


Application for preliminary permit is dismissed on ground that applicant 
failed to support its application by not showing it is in a position to utilize 
such permit. Applicant, under Section 4(f) of the FPA, must assert its 
readiness to proceed. Chatanika Power Co., Inc 

(8) Priority 

Commission issues license to City of Seattle under Section 4(e) of the 
Federal Power Act, and denies competing and mutually exclusive applica- 
tion of Public Utility District No. 1 of Pend Oreille County, Washington. 
City of Seattle, Washington 
PRACTICE AND PROCEDURE 

(1) BurpEN or Proor 

On further hearing, in accordance with Court opinion remanding pro- 
ceedings, Commission finds Applicants have failed to sustain burden of 
proof imposed by Section 4 of the Natural Gas Act. H. F. Sears__.----- 

In any hearing in this proceeding, Osborn will have burden of proof to 
show that increased rate is just and reasonable, as required by Section 4(e) 
Se tas ee Caer eG Sr ee, ee SRS ss oo oh cscs coc cecceeke 

Application for a preliminary permit is dismissed on the ground that 
the applicant has failed to support its application by not showing that it 
is in a position to utilize such permit. Applicant, under Section 4(f) of 
the FPA, must assert its readiness to proceed. Chatanika Power Co., Inc_- 

(2) ConTINUANCE 

Party has had long notice of the increased rates being subject to public 
hearing; therefore, the motion requesting an extension of time is denied. 
EE i ns cee uke cee enkcesexecenasae De enuae awaken 

(3) CONSOLIDATION 

Various section 7(a) applications were consolidated with other expansion 
and abandonment applications, because issues presented thereby were 
related and should be heard in a consolidated hearing. No reason having 
been shown to change original position, Commission denies motion for 
severance. American Louisiana Pipe Line Co 

(4) Decision PROCEDURE 

It is necessary and appropriate in the public interest that proceeding not 
be unduly protracted. Change in the membership of the Commission 
since July 10, 1961, when it issued its order licensing Seattle to build the 
Boundary project does not justify a reargument of the case orally before 
the new Commission. City of Seattle, Washington 
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PRACTICE AND PROCEDURE—Continued 
(4) Dectston Procepure—Continued 


The objective of the interim order procedure is to dispose of certain issues 
as soon as possible after a proposed increased rate is filed, to lessen the 
amount of a proposed increased rate placed in effect subject to refund, and 
to effect prompt refunds of part of the increased rates found not justified. 
Cities Service Gas Company 

Commission has approved the use of the interim order procedure in prior 
cases. Cities Service Gas Company 

Neither oral argument nor a hearing is an speropaiots place to ‘‘negotiate”’ 
for an amendment of a license. abou Power C 

The use of the interim order oes with Sanaa to the rate of return 
issue in these proceedings is both necessary and proper and will expedite 
these proceedings and result in substantial justice to all parties. El Paso 
Natural Gas Co 

Leave granted to party, who was not a party to proceeding before the 
examiner, to file a brief amicus curiae. Tarpon Oil Gan 

In support of a request for termination of proceedings, sellers cite other 
orders terminating proceedings. These proceedings were either termi- 
nated prior to issuance of Commission’s Statement of General Policy No. 
61-1 or shortly thereafter. Accordingly, under such circumstances Com- 
mission is not bound to follow its previous action taken in cited cases. 
George S. Hammonds 

(5) DecLatory ORDER 

Commission determines Houston’s and Lo-Vaca’s proposed sales to be 
subject to its jurisdiction under the Natural Gas Act, and denies Houston’s 
petition for a declaratory order, filed under Section 16 of the Act. Lo-Vaca 
Gathering Co 

(6) EvipENCE 

If either applicant were permitted to inject a new direct case at this 
stage of the proceeding the purpose of the order prescribing procedure 
would be completely defeated at the expense of all other parties to the 
proceedings as well as at the expense of that applicant’s proposed rate 
payers. Needless to say, this would add nothing to the merits of the 
administrative process. Pacific Northwest Power Co 

Some interveners requested an opportunity to examine and present evi- 
dence concerning alternative proposals with respect to construction and 
operation of facilities to serve the Rocky Mountain area as well as the 
California area. It is desirable that such evidence be a part of the evi- 
dence in this record, and scope of the further hearing should be broadened 
to this extent. El Paso Natural Gas Co 

Upon consideration of all facts and circumstances pertaining to Ex- 
aminer’s ruling appealed from, including the excluded exhibit and related 
testimony received as an offer of proof and additional data incorporated in 
the record by reference, Commission concludes that delay which would 
follow introduction of a test period later than that already in the record 
has not been justified. Southern Natural Gas Co 

Drawing rigid limitations on inquiry into rates must be avoided. Just 
how far examination into rates should be allowed in a certificate proceeding 
depends upon a careful weighing of all relevant circumstances and cannot 
be stated as a definitive rule applicable in all curcumstances without modi- 
fication. El Paso Natural Gas Co 

Commission rejects PUD’s contention that testimony and exhibits of 
Seattle witness be excluded for alleged violation of “Conflict of Interest 
Statutes.” City of Seattle, Washington 

(7) Frnauiry or ORDER 

Since certain terminated proceedings involve issues which are present in 
reopened proceeding, Commission reopens such proceedings sua sponte 
in order to insure consistency in whatever action is taken with respect to 
the subject issues. Arkansas Louisiana Gas Company 

Though a proceeding had been terminated, modification of order issued 
in such proceedings gives interested parties right to intervene and file ap- 
plications for rehearing. Arkansas Louisiana Gas Co 

Commission has power to vacate or rescind a certificate previously 
issued if the certificate has never become effective. Present case distin- 
guished from the Seatrain case. Turnbull & Zoch Drilling Co 

The Commission’s opinion No. 341 and accompanying order is final and 
lawful order until otherwise decided by judicial review. Shell Oil Co__.-- 
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PRACTICE AND PROCEDURE—Continued 

(8) GENERAL 

The Commission is not burdened with the obligation of determining 
the nature of a filing or the intent of the filing party when that filing does 
not properly satisfy the requirements for the type of filing intended or 
when the reason, nature, and basis for the proposed change is not clearly 
stated. W. B. Osborn, Jr 

Inasmuch as Application for rehearing and motion to set aside have 
already clearly set forth position, filing of a brief in the matter would serve 
only to expand the arguments presented, not to clarify the issues, and 
might delay expeditious consideration of the Application at hand. W. B. 
Osborn, Jr 

(9) Hearine 

Commission affirms examiner’s ruling on scope of hearing upon reopening. 
El Paso Natural Gas Co 

Staff’s need for more time within which to complete its cost of service 
study is good grounds for permitting recess of hearing in excess of thirty 
days. The Shamrock Oil and Gas Corp 

Though Section 5(a) proceedings dealing with similar rates have been 
terminated, it would not be in the public interest to do so in instant case 
in view of fact that proceedings have progressed to point where rebuttal 
case of respondent has been filed and is ready for cross-examination, and 
in view of the fact that parties have presented their cases based on Opinion 
338. Cities Service Production Co 

Neither oral argument nor a hearing is an appropriate place to ‘‘nego- 
tiate”’ for an amendment of a license. Alabama Power Co 

(10) INTERROGATORIES 

In the interest of an orderly hearing, appeal from the ruling of the 
presiding examiner denying ‘‘Motion for Orders Directin 
Interrogatories” should be denied. Northern Natural Gas 

(11) INTERVENTION 

Claim of petitioners to intervene on ground that project originally pro- 
posed has been radically changed is rejected, and intervention is denied. 
El Paso Natural Gas Co 

Desire of petitioners to participate in shaping precedents does not afford 
a basis for intervention, either as of right or of Commission discretion, 
particularly when parties taking a wide range of positions already have 
been permitted to intervene. Area Rate Proceeding 

Upon further consideration of the petition to intervene and the applica- 
tion for rehearing, it appears that in the interest of providing a complete 
record, the intervention of Fuels Research in consolidated proceedings as 
a matter of Commission discretion under Section 15(a) of the Natural Gas 
Act may be in the public interest. Id 

Upon further consideration of the petition to intervene and the applica- 
tions for rehearing, it appears that the intervention of IPAA in consolidated 
proceedings as a matter of Commission discretion under Section 15(a) of 
the Natural Gas Act may be in the public interest. 

Though a proceeding had been terminated, the modification of the order 
issued in such proceeding gives interested parties right to intervene and 
file applications for rehearing. Arkansas Louisiana Gas Co____--------- 

Justification exists for reopening proceedings, and to permit intervention 
OF titaneeted wanting. . Teme IOs oases eset ak ce dec 

As competitors with the applicant, there is such an interest so as to grant 
intervention in a certificate proceeding. EHl-Paso Natural Gas Co__-__---- 

Section 1.8(d) of the Commission’s Rules of Practice and Procedure, as 
in effect prior to January 1, 1960, and as amended to this date, provides 
that petitions to intervene may be filed up to “date fixed * * * in any 
order or notice with respect to the proceedings issued by the Commission 
or its Secretary.’”’ Texaco Inc 

In view of court setting aside order denying Public Service Commission 
of New York right to intervene Commission sets aside permanent certificate 
one issues temporary certificate, pending further hearings. Hassie Hunt 

rust 

Certificates may be vacated if courts reverse Commission’s ruling denying 
interested party right to intervene. Hassie Hunt Trust 
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PRACTICE AND PROCEDURE—Continued 
(12) Orriciat Notice 
Under Section 4(e) of the Natural Gas Act, Commission has duty to give 
interested parties notice and an opportunity to be heard prior to making 
final disposition on the merits. Te 
(13) OrpgerR to SHow Cause 
Respondent must show cause why Commission should not find that 
respondent is charging and collecting rates in violation of the NGA, and 
— and knowingly violating the NGA. National Texas Petroleum 
Di cei iba ich ad sasha ch he LG oe wll ke cat AL Salen cb dil a ca lla tel 
Provisions of the show cause order itself affords movants full opportunity 
to present evidence and argument appropriate to protection they seek for 
alleged rights, privileges and interests. Shell Oil Co___..-------------- 
Proceedings instituted by Commission, on its own motion requiring 
Humble Oil & Refining Company to show cause, if any there be, why it 
should not be required to comply with the provisions of the Natural Gas 
Act and why it should not file application pursuant to Section 7(c) thereof 
to acquire by stock ownership the facilities of Olin Gas Transmission. 
Humble Oil & Refining Co 
(14) REGULATIONS 
Commission prescribes regulations enabling non-Federal power devel- 
opers to enter into contracts in which each would agree to annual payments 
for headwater benefits subject to Commission approval in lieu of a formal 
determination under Section 10(f) of the FPA. Docket No. R-202___.--_- 
Order promulgating a revised annual report form for electric utilities, 
licensees and others. Revision of Annual Report Form, Docket No. R-198-_- 
Order promulgating a revised annual report form for natural gas 
companies. Revision of Annual Report Form, Docket No. R-201 
(15) REHEARING 
Although WPPSS states that its petition is for a rehearing in pursuance 
of Section 313(a) of the Federal Power Act, petition was not timely filed and 
may not be so considered. However, petition is being considered as 
motion for reconsideration. Pacific Northwest Power Co 
(16) Reopentne REcorD 
Commission will redetermine application for a certificate only upon new 
record made in the light of Catco as well as subsequent Statement of General 
Policy No. 61-1. Socony Mobil Oil Company, Inc___------------------ 
Upon remand by courts, Commission may reopen proceeding and require 
the applicant to show that the proposed initial price is in public interest. 
Becoay Motil Oil Compand,, 160... 2 cecnncncncecsnscsncsssedstseuk 
Proceeding is remanded to examiner for further hearing in view of the 
fact that there may be discrimination against certain customers served in 
same rate zone. Tezas Eastern Transmission Corp___....------------- 
Commission affirms examiner’s ruling on scope of hearing upon reopening. 
Bi Paso Nebereb Gee Ces oii, Leste sda chile esl 
Since certain terminated proceedings involved issues which are present in 
a reopened proceeding, the Commission reopened proceedings sua sponte in 
order to insure consistency in whatever action is taken with respect to the 
subject issues. Arkansas Louisiana Gas Co__-....------------------- 
Justification exists for reopening proceedings, and to permit intervention 
of interested parties. Texaco Inc 
(17) Ruuines anp FINDINGS 
Commission permits proposed increased rate to become effective 
without obligation to refund at the level requested. Prior decision con- 
cerned with an increased rate in same producing area does not preclude com- 
mission analysis of all pertinent factors pertaining to particular proceedings 
and continued reexamination of pertinent policies affecting public interest. 
United GarGete C0 sisas <page Saeed dae Bhan fd Sie 
(18) Stay io 
Commission denies request for stay. Public interest in receiving refunds 
of excess charges at earliest practicable date following final determina- 
tion requires that reduced rates and amounts of refunds of excess charges 
be determined in accordance with Commission orders and without delay. 
Panhandle Eastern Pipe Line Co 
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PRACTICE AND PROCEDURE—Continued 

(19) TERMINATION 

Though Section 5(a) proceedings dealing with similar rates have been 
terminated, it would not be in the public interest to do so here since pro- 
ceedings have progressed to point where rebuttal case of respondent has 
been filed and is ready for cross-examination, and parties have presented 
their cases based on Opinion No. 338. Cities Service Production Co 
RATES 

(1) Arga Price LEVELS 

Fact that gas is subject to a 5.0 cents per Mcf treating charge for removal 
of carbon dioxide does not alter fact that increased rates to buyer are 16.0 
cents per Mef for pipeline quality gas. If sellers had treated their gas for 
carbon dioxide removal, the 5.0 cents per Mef treating charge would be, as 
in effect it now is, included in 16.0 cents per Mef for pipeline quality gas. 
To accept seller’s contentions would result in setting new price standard 
inconsistent with that announced in Policy Statement No. 61-1. George S. 
Hammonds 

When the proposed increased rate is adjusted to reflect the cost of the 
buyer for dehydration, the rate exceeds the applicable area price level. 
Humble Oil & Refining Co 

Settlement offer denied on grounds that respondent did not support its 
offer either by cost, as data was not presented or by meeting the applicable 
area price ceiling for pipeline-quality gas. Southwest Gas Producing Co., Inc.. 

Adjustment of area price level for initial sales in Southern Louisiana. 
Fourth Amendment to Statement of General Policy No. 61-1 

(2) sean oF JUST AND REASONABLE UNDER SECTION 4 OF 

NGA 

There is no evidence indicating sales will adversely affect company’s 
ability to adequately and reasonably serve existing resale customers, and 
consequently alleged violations of Section 4(b) of the Act are not in issue 
here. Coastal Transmission Corp 

(3) ErrectivE Rate 

Edison’s legal rate, although unfiled, is its 1945 contract rate, and 
proposed changes made in 1954 and 1957, not being filed with the Com- 
mission, were ineffective under the Power Act. City of Colton, California___ 

It is the established law that there may be only one rate or charge in 
effect at one time for a particular sale or service. Accordingly, if a re- 
spondent places a rate into effect subject to refund it must charge and 
collect that rate. Robert B. Prentice 

(4) GENERAL 

Commission disallows proposed increased rates and dismisses proceeding 
initiated under Section 4 of the Natural Gas Act. H. F. Sears 

To permit the withdrawal of the filing would bar commission from 
determining under Section 4 of the Natural Gas Act, the justness and 
reasonableness of the rate contained therein, and would be contrary to the 
public interest. W. B. Osborn, Jr 

(5) Rate SETTLEMENT 

Since the proposed rate does not exceed the 11.0 cents per Mef ceiling 
for increased rates as announced in the Commission’s Statement of General 
Policy No. 61-1, for jurisdictional sales of natural gas for Kansas, 
Commission believes that public interest will best be served by accepting 
Dorchester’s proposed settlement. Dorchester Corp 

Acceptance of settlement offer is conditioned upon the filing of revised 
cost of service analyses and associated rates reflecting the reduction in 
rate of return because of a 144% return on amounts accumulated in de- 
ferred tax account. The Ohio Fuel Gas Co 

Settlement offer denied on grounds that respondent did not support 
offer either by cost, as cost data was not presented, or by meeting appli- 
cable area price ceiling for pipeline-quality gas. Southwest Gas Producing 
Company, Inc 

The proposed settlement rate exceeds applicable area price level as set 
forth in the Commission’s Statement of General Policy No. 61-1, 24 FPC 
818. Moreover, examination of cost-of-service datasubmitted concurrently 
with offer, indicates items subject to question and certain deviations from 
principles set forth in Phillips Petroleum Company, Opinion No. 338. 
Bel Oil Corp 
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RATE BASE 

(1) Puanr 

As a condition to issuance of a temporary certificate to construct facil- 
ities, applicant must establish that such construction is justified as an 
economical alternative to construction and operation of facilities already 
authorized. If such justification cannot be shown, the applicant shall 


remove from its plant accounts and rate base any amount attributable to 
such substitute facilities. Tennessee Gas Transmission Co 


RATE OF RETURN 


Acceptance of settlement offer is conditioned upon the filing of revised 
cost of service analyses and associated rates reflecting reduction in rate of 
return because of 144% return on the amounts accumulated in the de- 
ferred tax account. The Ohio Fuel Gas Co 

Staff’s motion for application of the interim order procedure and waiver of 
the intermediate decision with respect to the rate of return issue should 


be granted and the parties should be allowed to file briefs. El Paso 
Natural Gas Co 


RATE SCHEDULES 

(1) FILine 

Instant proceeding is not applicable to deep reserves dedicated to 
contract; separate rate schedule and certificate filings will be required for 
the deep’ reserves. W. 

Acceptance of proposed changes in rates and charges for filing and 
suspension thereof, did not decide legal justification for such filings in the 
sense that it became res judicata. Standard of just and reasonable rates 
by which the Commission is bound extends to the legal justification for 
tender and acceptance of changes in rates and charges. Shell Oil Co__-- 

Producer’s notice of change is not consistent with its contractual rights 
and obligations. As to assertion of right to make filing, Commission 
refers to Mobile case wherein Supreme Court in adjudging this point 
stated ‘‘we hold that the Natural Gas Act does not give natural gas com- 
panies the right to change rate contracts by their own unilateral action”’. 
BI CI a sis en ee ee eee 

Since the filing failed to disclose the information required under the 
Regulations and failed to make clear its nature, if intended to be a change 
in rate, it was accepted by the Commission as a change in rate schedule 
only. Commission is not burdened with obligation of determining nature 
of a filing or intent of filing party when filing does not properly satisfy 

requirements for type of filing intended or when reason, nature, and basis 
for proposed change is not clearly stated. W. B. Os born, Jr 

Though a respondent is contractually entitled to file for three separate 
rates under its contract, but choses to make only one filing for one increased 
rate covering all three contract increases, the filing will not be split up into 
segments with part suspended and part not suspended. Kerr-McGee 
Oil Industries, Inc 

(2) INTERPRETATION AND APPLICATION 

Southern’s proposed rate schedule covering sales to Coastal constitutes 
an initial rate schedule since it contains service not previously rendered 
by Southern. Coastal Transmission Corp 

Rate filed relates to gas being sold from previously dedicated acreage, 
and does not relate to a ‘“‘new service’. Accordingly, rate is subject to 
suspension. Placid Oil Co 

(3) SuSPENSION 

Rate filed relates to gas being sold from previously dedicated acreage, 
and does not relate to a ‘“‘new service’. Accordingly, rate is subject to 
suspension. Placid Oil Co__- 

When the proposed increased rate is ; adjusted to reflect the cost of the 
buyer for dehydration, the rate exceeds the applicable area price level 
and is subject to suspension. Humble Oil & Refining Co 

Though a respondent is contractually entitled to file for three separate 
rates under its contract, but chooses to make only one filing for one 
increased rate covering all three contract increases, the filing will not be 


split up into segments with part suspended and part not suspended. 
Kerr-McGee Oil Industries, Inc 
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RATE SCHEDULES—Continued 

(4) Taxz-or-Pay PRovIsIONS 

90 percent take-or-pay for provision in St. Lawrence’s gas supply 
contract, while unduly high, will not be practical detriment since load 
factor for purchases will be higher than 90 percent. St. Lawrence Gas 
Company, Inc 


REFUNDS AND REDUCTIONS 


Refund floor for price conditions in producer certificates found improper 
in the absence of evidence that proposed initial prices are required by 
public convenience and necessity. Coastal Transmission Corp 

Reduced contract prices collected will be determined by further pro- 
ceedings fixing proper initial prices. Coastal Transmission Corp 

Commission denies request for stay. Public interest in receiving 
refunds of excess charges at earliest practicable date following final de- 
terminations requires that reduced rates and amounts of refunds of 
excess charges be determined in accordance with Commission orders and 
without delay. Panhandle Eastern Pipe Line Co 

The Commission has the power to put a condition in a temporary cer- 
tificate regarding refunds. Hassie Hunt Trust 


RES JUDICATA 


The acceptance for filing of proposed changes in rates and charges did 
not decide the legal justification for such filings in the sense that it became 
res judicata. Shell Oil Company 


STATUTORY CONSTRUCTION 


Boulder Canyon Project Act of 1928 does not prevent application of 
Federal Power Act of 1935 to Edison’s resale of Hoover Dam energy to 
Colton, nor does it vest jurisdiction over such sale in Secretary of the 
Interior or state Commission. City of Colton, California 

Section 2 of the NGA expressly excludes municipalities from the ambit 
of Commission jurisdiction. Panhandle Eastern Pipe Line Co 

The continued exportation of natural gas by Applicant from the 
United States to Mexico in accordance with existing contracts will not 
be inconsistent with the public interest within the meaning of Section 3 
of the NGA provided that such exportation be continued on certain 
terms and conditions. Teras Gas Utilities Co 
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ABANDONMENT—Section 7(b) (N.G.A.). 
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ALLOCATION OF GAS. 
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CERTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY— 
Section 7 (N.G.A.). 
1. APPLICATION DENIED. 
New York State Natural Gas Corp., docket No. G-17579__- 
2. CertTIFICATE AMENDED. 
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CERTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY— 
Section 7 (N.G.A.).—Continued 
3. CERTIFICATE GRANTED. 
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Texaco Inc., docket No. CI62-335___......-.-_---.------ 814 
c. Modified. 
Socony Mobil Oil Co., Inc., docket No. G-19516____-__--- 408 
d. Rescinded. 
Samedan Oil Corp., Operator, docket No. CI62-378_____--_- 941 
Texaco Inc., docket No. G—-12244____...___.--_---------- 513 
e. Vacated. 
American Petrofina Co. of Texas, docket No. G—16991___-_- 588 
El Paso Natural Gas Co., docket No. CP62-53___..___.--- 820 


CONSOLIDATION, MERGER, AND SALE_----Section 203 (F.P.A.). 
APPLICATION AUTHORIZED. 
Arizona Public Service Co., docket No. E-6981____.______- 36 
Central Hudson Gas & Electric Corp., docket No. E~7006_._ 482 
Montana Power Co., The, a New Jersey Corp., docket No. 
Seats a hsis esa actilicd-inciniais be aaa eeae ~~. --< 668 


DECLARATION OF EXEMPTION. 





Kansas-Colorado Utilities, Inc., docket No. CP62-8______-- 789 
Natural Gas Transmission Co., docket No. CP62-23______- 397 
EXPORTATION. 
1. ELecrric. 
Montana-Dakota Utilities Co., docket No. IT-5460_______- 733 
é Niagara Mohawk Power Corp., docket No. E-6640_______- 427 
2. Gas. 
Texas Gas Utilities Co., docket No. G-117________-_------ 770 
IMPORTATION. 
Gas. 
Montana Power Co., The, a New Jersey Corp., docket No. 
FO .. cnn cnn sand dtd tint Waseda nana cce 746 
St. Lawrence Gas Co., docket No. G-17500_________------ 265 


Tennessee Gas Transmission Co., docket No. G—20388 
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INTERCONNECTION OF FACILITIES. 
1. Evxctric. Page 
7 Connecticut Light & Power Co., The, docket No. E-6193... 481 

. Gas. 


Adairsville, Georgia, City of, docket No. CP61-308 
American Gas Co., docket No. CP62-55 
ee Valley Gas & Electric Co., docket No. CP61- 


Cau Hudson Gas & Electric CNP docket No. CP61-295- 

Granby, Missouri, City of, docket No. CP61-313 

Illinois Power Co., docket No. CP61-261 

Interstate Power Co., docket No. CP61-268 

Maury County, Tennessee, The First Utility District of, 
docket No. 

Midwestern Gas Transmission Co., docket No. G—18313_-_-_- 

Muscle Shoals, Alabama, City of, docket No. CP60—-119__-- 

North Central Public Service Co., docket No. CP61-306- _- 

Prophetstown Natural Gas Co., docket No. CP61-344 

Western Lewis-Rectorville Water District, docket No. CP61- 

291 


JURISDICTION. 
1. ELxctric. 
a se Colton, California, City of, docket No. E-6821 
. GAs. 


Lo-Vaca Gathering Co., docket No. CI60-693 
Panhandle Eastern Pipe Line Co., docket No. RP62-3 
LICENSE. 
1. AMENDMENTS. 
Arkansas Power & Light Co., project No. 271 
Chatanika Power Co., Inc., project No. 2264 
Pacific Gas & Electric Co., project No. 99 
Pacific Gas & Electric Co., project No. 233 
Portland General Electric Co., = ject No. 2030 
Sacramento Municipal Utility istrict, aeons No. 2101. -- 
Sitka, Alaska, City of, project No. 2230 
South Carolina Public Savies 4 Authority, project No. 199-_- 
Telluride Power Co., project No. 814 
Western Colorado Power Co., The, project No. 400 
. EXHIsits. 
California Oregon Power Co., The, project No. 2082 
Duke Power Co., project No. 2232 
Idaho Power Co., project No. 1971 
Portland General Electric Co., project No. 2030 
Sacramento Municipal Utility Bistriet, project No. 2101__- 
Seattle, Washington, City of, project No. 553 
Tacoma, Washington, City of, oject No. 2016 
Washington Water Power Co. ’ The, project No. 2075_--- 190, 551 
Western Colorado Power Co., "The, project No. 733 858 
. In GENERAL. 
Northern States Power Co., project No. 2056 
Seattle, Washington, City of, project No. 2144 
. Masor PRoSEcts. 
Issued. 
Pacific Gas & Electric Co., project No. 2106 
Pond’s Lodge, Inc., project No. 1413 
Seattle, Washington, City of, project No. 2144 
. Mrtnor PRoJects. 
Pacific Gas & Electric Co., project No. 2281 
. TRANSFER. 
Montana Power Co., The al Jersey), project No. 5 
Otis, Morris, project No. 177 
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PRACTICE AND PROCEDURE. 
1. CoNnsoLIDATION. Page 
Coastal Transmission Corp., docket No. G-18338__.._____- 318 
Pacific Gas & Electric Co., project No. 2106___._......-_- 399 
Tenneco Corp., docket No. CI161-1272____.__.._..._-.-_- 578 
2. Dismissep PROCEEDINGS. 
Panhandle Eastern Pipe Line Co., docket No. RP62-3____- 736 
Sears, H. F., docket No. G-6502_...............-.-..__. 495 
3. EvIpENcE. 
Area Rate Proceeding, docket No. AR61-1________- 247, 514, 531 
Area Rate Proceeding, docket No. AR61-2_____.________- 723 
Panhandle Eastern Pipe Line Co., docket No. G-14755_____ 793 
Socony Mobil Oil Co., Inc., docket No. G—13780_________- 532 
Texas Gas Transmission Corp., docket No. RP61-15______- 479 
4, Examiners’ RUvLINGs. 
Cities Service Gas Co., docket No. RP62-1_______.___-__- 665 
El Paso Natural Gas Co., docket No. G—16235_________- 432, 687 
Northern Natural Gas Co., docket No. G—19040___________ 415 
Panhandle Eastern Pipe Line Co., docket No. G—14755____- 793 
Texas Gas Transmission Corp., docket No. RP61-15___.__- 479 
5. HBARINGs. 
Alabama Power Co., project No. 82___.._..-.------------ 392 
Alabama Power Co., project No. 2146______..-_--_--_---- 852 
Area Rate Proceeding, docket No. AR61-1___-__-___-___- 247 
Atlantic Seaboard Corp., docket No. G—20272_____________ 945 
Humble Oil & Refining Co., docket No. CI62-627________- 854 
Hunt, Hassie, Trust, Operator, docket No. G-19115_______ 930 
Natural Gas Pipeline Co. of America, docket No. CP61-30_. 146 
Pan American Petroleum Corp., docket No. RI62-71-_____- 561 
Shamrock Oil & Gas Corp., The, docket No. G-9146_______ 712 
Tenneco Corp., docket No. CI61-1272____.-.----__------ 578 
Texaco Inc., docket No. G—12244____-_______.-_--___-_ _- 513 
Texas Eastern Transmission Corp., docket No. G-12446___. 167 
Texas Eastern Transmission Corp., docket No. CP62-6._._. 876 
6. In GENERAL. 
American Louisiana Pipe Line Co., docket No. G-18419__.__ 603 
Area Rate Proceeding, docket No. AR61-1________. 247, 514, 700 
Coastal Transmission Corp., docket No. G—18338________-- 318 
El Paso Natural Gas Co., docket No. G-4769___-._______- 927 
El Paso Natural Gas Co., docket No. G-16235___._______- 175 
Order No. 2385, docket No. R-104_ . - ..... = ...--2..-.-- 584 
Order No. 236, docket No. R-196_---.-.-----------.-.-- 586 
Order No. 237, docket No. R-202-_..-.....-.-.-......... 735 
Order No. 238, docket No. R-198-_--._..--.-------.-..-.- 798 
Order No. 239, docket No. R-201_---.--...------.------ 806 
Osborn, W. B., Jr. (Operator), docket No. RI61-478_______ 50 
Sohoma Natural Gas Co., Ine., docket No. CI61-162_____- 718 
Statement of General Policy No. 61-1, Fourth Amendment ‘i 
PEPE ee EAN La Mls og thd ae LR a a. 6 
Statement of General Policy No. 62—1___...------.------- 596 
Tenneco Corp., docket No. C161-1272-____.._.__-__------ 578 
Tennessee Gas Transmission Co., docket No. CP61-106__._. 439 
Texas Eastern Transmission Corp., docket No. G-12446___. 167 
Texas Gas Corp. (Operator), docket No. RI62—166_-______- 704 
Texas Gas Utilities Co., docket No. G-117__._--.___--___- 770 
7. INTERIM ORDER. 
El Paso Natural Gas Co., docket No. G-4769____________- 927 
8. INTERMEDIATE DeEcISION PROCEDURE. 
El Paso Natural Gas Co., docket No. G-4769____________- 927 
9. INTERVENTION. 
Area Rate Proceeding, docket No. AR61-1______________- 193 
Arkansas Louisiana Gas Co., docket No. G-16125________- 440 
Coastal Transmission Corp., docket No. G—18338_____._--- 531 
El Paso Natural Gas Co., docket No. G—16235._____-__-- 175, 488 
Hunt, Hassie, Trust, Operator, docket No. G-19115_____-_- 689 
Northern Natural Gas Co., docket No. G-17485_________-- 922 
Northern Natural Gas Co., docket No. CP61-132___._..... 523 


Texaco Inc., docket No. G-15546____------ Ss saanocaeb oui isaceoaaio 
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PRACTICE AND PROCEDURE—Continued 
10. Mortons. 
Area Rate Proceeding, docket No, AR61-1 
Area Rate Proceeding, docket No. AR61-—2 
El Paso Natural Gas Co., docket No. G-i6235 
El Paso Natural Gas Co., docket No. RI62-56 
Kerr-McGee Oil Industries, Inc:, docket No. G-14729 
Kingwood Oil Co., docket No. RI60-456 
Midwestern Gas Transmission Co., docket No. G-18313-_..- 
Northern Natural Gas Co., docket No. G—19040 
Osborn, W. B., Jr. (Operator), docket No. RI61-478 
Shell Oil Co., docket No. RI61-—515 
Southern Natural Gas Co., docket No. G—20509 
Tarpon Oil Corp., The, docket No. CI60-582 
ee Gas Pipe Line Corp., docket No. CP61- 
9 


11. Oran ARGUMENT. 
Alabama Power Co., pastes No. 2146 
Ben Bolt Gathering Co., docket No. G—20032 
12. REHEARING OR RECONSIDERATION. 
American Louisiana Pipe Line Co., docket No. G—2306--_.- 
Area Rate Proceeding, docket No. AR61-1 
Colton, California, City of, docket No. E-6821 
El Paso Natural Gas Co., docket No. G-16235 
Hammonds, George S., docket No. G—16520 
Humble Oil & Refining Co., docket No. G-14927 
Hunt, Hassie, Trust, Operator, docket No. G-19115 
Hunt Oil Co., issued July 26, 1961 
Lo-Vaca Gathering Co., docket No. CI60-693 
Northern Natural Gas Co., docket No. G—17485 
Northern Natural Gas Co., docket No. CP61-132 
Osborn, W. B., Jr. (Operator), docket No. RI61-478 
Pacific Northwest Power Co., project No. 2243 
Placid Oil Co., docket No. G-13180 
Placid Oil Co. (Operator), docket No. CI61—1682 
Prentice, Robert .B. (Operator), docket No. G-19475 
Samedan Oil Corp., Operator, docket No. C162-378 
Sears, H. F., docket No. G-6502 
Seattle, Washington, City of, project No. 2144 
Shell Oil Co., docket No. RI61-515 
Socony Mobil Oil Co., Inc., docket. No. G—13780 
Southern Natural Gas Co., docket No. G—20509 
Sun Oil Co., docket No. G-15791 
Tenneco Corp., docket No. CI61-1272 
Tennessee Gas Transmission Co., docket No. G—16842 
Texaco Inc., docket No. G—15546 
Texaco Inc., docket No. CI62-335 
13. REMANDED PROCEEDINGS. 
Texas Eastern Transmission Corp., docket No. CP62-6- - - - 
14. REOPENED PROCEEDINGS. 
Arkansas Louisiana Gas Co., docket No. G-16125 
Texaco Inc., docket No. G-15546 
Texas Eastern Transmission Corp., docket No. G-12446_-_-_- 
15. SEVERANCE. 
American Louisiana Pipe Line Co., docket No. G—2306 
Cities Service Production Co., docket No. G-9510 
Sohoma Natural Gas Co., Inc., docket No. C161-—162 
16. SHow CauseE. 
Alabama Power Co., project No. 2146 
Humble Oil & Refining Co., docket No. CI62-627 
Texas National Petroleum Co., docket No. RI61—26 









SUBJECT INDEX 
PRACTICE AND PROCEDURE—Continued 


Colton, California, docket No. E-6821 

Panhandle Eastern Pipe Line Co., docket No. G-1116 
18. SUBPOENA. 

Southern Natural Gas Co., docket No. G-20509__________- 
Transcontinental Gas Pipe Line Corp., docket No. CP61- 












19. TERMINATION OF PROCEEDINGS. 
Algonquin Gas Transmission Co., docket No. G-19133 
Area Rate Proceeding, docket a AME A 2 2 KT 
Associated Oil & Gas Co., docket No. G-19652___________- 
Breuer & Curran Oil Co., Agent (Operator), docket No. 
ee 2 ot ee See as 
Cities Service Gas Co., docket No. RP62-1_______________ 
Cities Service Production Co., docket No. G—-9510 
Cole, H. 8., Jr., docket No. G-197ig a 
Dorchester Corp., abeket No. 'G-150T7 ) 
El Paso Natural Gas Co., docket No. RI62-56 
Huber Corp., J. M., docket No. G—10246_____.___-______- 
Kentucky Gas Transmission Corp., docket No. G—20271 
Lone Star Gas Co., docket No. RP60-4__________-_______ 
MeAlester Fuel Co. (Operator), docket No. G-17150 
Northern Natural Gas Co., docket No. G—19040 
Ohio Fuel Gas Co., The, docket No. G-16818____________- 
Osborn, W. B., Jr. (Operator), docket No. RI61-478___-__- 50, 
Phillips Petroleum Co., docket No. G—13398______________ 
Pickett, D. W., Jr. (Operator), docket No. RI61—107 
Shamrock Oil & Gas Corp., The, docket No. G-9146 
Skelly Oil Co. (Operator), docket No. RI61-500__________- 
South Georgia Natural Gas Co., docket No. G-13550_____- 
Southwest Gas Producing Co., Inc., docket No. RI61-111_- 
Texas Gas Transmission Corp., docket No. RP61- ete 
United Carbon Co., docket No. Me ate coed 
20. WITHDRAWAL OF APPLICATION. 
Osborn, W. B., Jr. (Operator), docket No. RI61-478 
PRELIMINARY PERMIT. 
1. APPLICATION DISMISSED. 
Chatanika Power Co., Inc., project No. 2294 
2. IssUED. 
Dillingham Public Utility District No. 1, project No. 2295_- 
RATES. 


1. IN GENERAL. 
Republic Natural Gas Co., docket No. RI61—422 
2. INCREASE DENIED. 
Sears, H. F., docket No. G-6502___ 
3. REFUND. 
Algonquin Gas Transmission Co., soot No. G—19133 
Cole, H. 8., Jr., docket No. Outre 2 Ee: 
Kentucky Gas ‘Transmission Corp., ‘dowket No. G-20271____ 
Lone Star Gas Co., docket No. Bree-4.......20005 
Natural Gas Pipeline Co. of America, docket No. G-18148__ 
Northern Natural Gas Co., docket No. G—19040 
Ohio Fuel Gas Co., The, docket No. G-16818_._.___-_-__- 
Pan American Petroleum Corp., docket No. RI62-—71 
Shamrock Oil & Gas Corp., The, docket No. G-9146______- 
South Georgia Natural Gas Co., docket No. G—13550_ ____- 
Southwest Gas Producing Co., Inc., docket No. RI61—111_- 
Texas Gas Corp. (Operator), docket No. RI62-166_______- 
Texas Gas Transmission Corp., docket No. RP61-15 






































































17. Sray. Page 


888 


259 
495 


740 
410 
795 
790 
755 
901 
213 
561 
943 
908 
888 
704 


998 


SUBJECT INDEX 


RATES—Continued 
4. Service AGREEMENTS. 


5. SETTLEMENTS. 


El Paso Natural Gas Co., docket No. G-11560 


a. Amended. 


b. Approved. 


6. REJECTED. 


Cole, Hi. &.,.dz., docket. Ne. GBT 1B sisi ce ewe... 
Algonquin Gas Transmission Co., docket No. G—19133 
Atlantic Seaboard Corp., docket No. G-20272 
Cities Service Gas Co., docket No. RP62-1 
Dorchester Corp., docket No. Reel eeedaue s astest wat... « 
Kentucky Gas Transmission Corp., docket No. G-20271___- 
Lone Star Gas Co., docket No. Bo onoaid on... 
McAlester Fuel Co. (Operator), yt dey No. G- 17150 een 
Natural Gas Pipeline Co. of America, docket No. G-18148__ 
Northern Natural Gas Co., docket No. G—19040 
Ohio Fuel Gas Co., The, docket No. G-16818__._________- 
Osborn, W. B., Jr. (Operator), docket No. RI61-478______- 
Phillips Petroleum Co., docket No. G-13398___._._______- 
Pickett, D. W., Jr. (Operator), docket No. RI61—107 
Shamrock Oil & Gas Corp., The, docket No. G-9146 
Skelly Oil Co. (Operator), docket No. RI61-500___.______- 
South Georgia Natural Gas Co., docket No. G—13550______ 
Southwest lie Producing Co., inc., docket No. RI61-111- 
Texas Gas Transmission Corp., docket No. RP61-15 


Bel Oil Corp., docket No. G—4505- - .....-.-.---.--_----- 
Southwest Gas Producing Co., Inc., docket No. RI61-111__ 


7. SCHEDULES. 
a. Cancelled. 


b. Confirming and Approving. 


c. Filings. 


(1) 


(2) 


d. Suspended. 





El Paso Natural Gas Co., docket No. CP62-53___________- 
United States Department of the Interior, Southeastern 
Power Administration, John H. Kerr and Philpott Projects, 
docket No. E-—7002 
United States Department of the Interior, Southeastern 
Power Administration, Old Hickory and Cheatham Proj- 
ects, docket No. E- 6999 


ccepted. 
Breuer & Curran Oil Co., Agent (Operator), docket No. 
El Paso Natural Gas Co., docket No. RI62-56___________- 
Kentucky West Virginia Gas Co., docket No. CP61-343____ 
Olin Gas Transmission Corp., docket No. CP61-167_____-_- 
Pan American Petroleum Corp. ., issued — 16, 1961__ 
Phillips Petroleum Co., docket No. G-13398_____._____-_- 
Texas Gas Transmission Corp., docket No. RP61-15 
Rejected. 
Blanco Oil Co. (Operator), issued December 28, 1961 
Hunt Oil Co., issued July 26, 1961 


Pan American Petroleum Corp., docket No. RI62-71 
Texas Gas Corp. (Operator), docket No. RI62-—166 
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SECURITIES. 

1. ASSUMPTION OF LIABILITIES. Page 
Iowa Public Service Co., docket No. E-7014____.________- 821 

2. ISSUANCE OF. 
Florida Power Corp., docket No. E-7009____ _______--__-_-- 469 
Gulf States Utilities Co., docket No. E-7008____________-_- 485 
Gulf States Utilities Co., docket No. E-7016_____________- 899 
Idaho Power Co., docket No. E-7013______.___-_.__-__-- 633 
Iowa Public Service Co., docket No. E-7014____________-- 821 
Northern States Power Co., docket No. E-7001__________- 197 
Northwestern Public Service Co., docket No. E-6987 _ ____- 159 
Pacific Power & Light Co., docket No. E-7011__-__- eer 571 
Rockland Electric Co., docket No. E-7015___..__..___----- 823 

3. SUPPLEMENTAL AUTHORIZATION. 
California Electric Power Co., docket’ No. E-6998_______-- 158 
Gulf States Utilities Co., docket No. E-7008___._...____-- 553 
Idaho Power Co., docket No. E-7013___.......-------- 660, 667 
Northern States Power Co., docket No. E-7001_-____._---- 264 
Northwestern Public Service Co., docket No. E-6987-__ -_- 243 


O 








